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PAGE 01 STATE 274881 

15 

ORIGIN ERDA-07 

INFO OCT-01 10-10 ISO-OO OES-05 NRC-07 EB-07 ACDA-10 L-03 
/050 R 

DRAFTED BY: USERDA:IPI:IAEA:JWCLIFFORD 
APPROVED BY: OES/NET/IM : DN JENKINS 
USERDA:IPI:IAEA:JAMMONS 
IO/SCT:L CAVANAUGH 

097605 

R 201754Z NOV 75 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 274881 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA CONSULTANTS MEETING ON ELECTRIC LOAD FORECASTING 
IN NUCLEAR PLANNING STUDIES FOR DEVELOPING COUNTRIES, VIENNA, 

NOV 24-29, 1975 

REF: STATE 264827 

1. MISSION MAY NOMINATE JOHN M. PERKINS, CHARLES T. MAIN 
INTERNATIONAL, INC, PRUDENTIAL CENTER, BOSTON, MASS. 02199, 

AS OBSERVER AT SUBJECT MEETING AT OWN COMPANY'S EXPENSE FOR NOV 24-26 


2. PROCESSING UNDERWAY IN ACCORDANCE WITH REQUIREMENTS SECTION 
VIII, E.O. 10422 AND MISSION WILL BE INFORMED. KISSINGER 
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Control Number: n/a 
Copy: SINGLE 
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Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE274881 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USERDA:IPI:IAEA:JWCLIFFORD 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750405-0657 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751 127/aaaaaycz.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 264827 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 DEC 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 DEC 2003 by chicheje>; APPROVED <23 JAN 2004 by izenbei0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA CONSULTANTS MEETING ON ELECTRIC LOAD FORECASTING IN NUCLEAR PLANNING STUDIES FOR DEVELOPING 
COUNTRIES, VIENNA 

TAGS: AORG, OCON. TECH, IAEA, (PERKINS, JOHN M), (MAIN, CHARLES T) 

To: IAEA VIENNA 
Type: TE 
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